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| Sodium Chlorice Solution, bearing Lot number 689SF Oo Sa 
bottle serial number 092749 through 095502, are et 
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Be forwarded to the proper distribution depot. The basis for the 
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SECTION I, INTRAViWOUS SOLUTIONS 
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Ll. aA certain amount of deterioration will occur in any ar 
solution in ampoules which are onened and exposed to air. All 
intrave d as soon after opening as ‘ta: 


ravenous solutions Should be use 
ieable, 


‘venous solutions which are-found t 
any reason are found unfit for: 
sone Ditties -of the sae Surgeon.) 
tallations) with the ‘name of the 
manufacturer, lot number, date, and deficiency ee An unopenec 
ampoule of same, manufacture and lot number will be forwarded with 
the report if it is available. oe 


contain pyrogens, or wh 
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oe The remaining stock of such reported solutions will. be 
Hot aside and, if necessary, a requisition for replacement will — 


request will indicate the action taken in accordance with this 
Bee otive. 
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tan BL stocks of item 1165000, Dextrose, 5% 
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ITEM 9203090, BANDAGE, PLASTER OF PARIS 


ee vs oem? 203000, ‘Bandage, Plaster of Paris, 6""x 5 yds, 
‘now in. adequate supply. Requisition will ne subaltted through — 
normal ett ci nessa 


ae ag Peregraph: 34, Circular Letter No. eo, Off On surg, 
paration and Subdinission of Medical Department Reports and Rec 

February 1944, is amended by the addition of the following} 
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"The navel address to be. used by all US Army hosp- 
tals on the Continent is: - ae j 


: Staff Medical Ofiacer 
Coumander, US Naval Forces, France, 
9 Rue de Presbourg, 

Paris, Pree ek id 


2. oe Circular Letter No, 146, Off Ch Sure, "Retention. 
Var Tropnies by Hospitalized US Military yeahh 26 Decembe 
194s, is rescinded, ; 


Ss b, The provisions of this birouler are ‘replaced by 

rent Theater directives, which are: Par 14, Circular 6, ETO, 
Pe vanuary 1945; Letter, Hg ETO, AG Siled, "Mailing of Explosives 
S end Firearms", 25 June 1944; Letter, Hq \ETO, AG‘ 586.5 OpGA,. NT 

per eet ion eh etd dante Enemy ‘Material into the United Kingdom". 


B.: Ss Cireular Letter No. 44, Off Cn eure, "PlLens for Care ¢ 
q Casualties", L2 October ig42, is rescinded. =. 


‘ Cireuler Letter No. 72, Off Ch Surg, "Treatment of Gas 
Casualties", 4 May 1943, is rescinded, Bye, 


5 5. Circular Letter No. 183 (Supply No. 29), Off Ch Surg. 
"Intravenous Solutions", 20 December 1943, is rescinded. , 
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